
DATE: 


BID NO. 
SUBJECT: 


OFFICE OF THE PURCHASING AGENT 

TOWN OF ARLINGTON 
730 Massachusetts Avenue 
Arlington, MA 02476 

Telephone (781) 316-3003 
Fax (781)316-3019 


June 1, 2017 


TO ALL BIDDERS 


17-33 

Rubber Chip Seal Surface Treatment/Various Locations 


ADDENDUM NO. 2 


TO WHOM IT MAY CONCERN: 

With reference to the bid request relative to the above subject, please note the 
following: 


BID DEADLINE EXTENDED: TUNE 6, 2017,10:00 AM 
ATTACHED CORRECTED BID PAGES FOR YEAR #1 & YEAR #2 
ADDENDUM MUST BE ACKNOWLEDGED WITH BID SUBMISSION. 


All other terms, conditions and specifications remain unchanged. 
Very truly yours, 

Town of Arlington 


Domenic R. Lanzillotti 
Purchasing Officer 


QUANTITY SHEET: YEAR #1 

Item 

Estimate 

Description 

Proposal 

Quantity 

Unit 

Unit Price 

Amount 

1 

40,000 

SY 

Rubber Chip Surface Treatment 

$ / SY 

$ 

2 

650 

Ton 

HMA for Leveling 

$ / Ton 

$ 

3 

100 

SY 

Cut & Patch Pavement 

$ /SY 

$ 

4 

5 

EA 

Adjustment of 
Drainage/Sanitary Structures 

$ /EA 

$ 

5 

5 

EA 

Adjustment of Water/Gas 

Gate Boxes 

$ /EA 

$ 

6 

5 

VF 

Rebuild or Repair of 
Drainage/Sanitary Structures 

$ /VF 

$ 


Total: 

$ 


6 























QUANTITY SHEET: YEAR #2 

Item 

Estimate 

Description 

Proposal 

Quantity 

Unit 

Unit Price 

Amount 

1 

40,000 

SY 

Rubber Chip Surface Treatment 

$ /SY 

$ 

2 

650 

Ton 

HMA for Leveling 

$ / Ton 

$ 

3 

100 

SY 

Cut & Patch Pavement 

$ /SY 

$ 

4 

5 

EA 

Adjustment of 
Drainage/Sanitary Structures 

$ /EA 

$ 

5 

5 

EA 

Adjustment of Water/Gas 

Gate Boxes 

$ /EA 

$ 

5 

5 

VF 

Rebuild or Repair of 
Drainage/Sanitary Structures 

$ /VF 

$ 


Total: 

$ 


7 






















